ELLEN  TERRY
Terry was given the part of Puck.    Her sister Kate played one of the fairies, while Miss Rose Leclercq, an admirable artist, still happily with us,  played another of them.    Carlotta Leclercq was the Titania of the revival, but the part was intrusted from time to time to Kate Terry.    The production was an enormous success, and had what at that time was a phenomenal run of two hundred and fifty nights.    Referring to the impersonations of Carlotta Leclercq and Ellen Terry, John William Cole, in his " Life and Theatrical Times of Charles   Kean,  F.S.A.,"  writes:   "Miss Carlotta  Leclercq acquitted herself with bewitching grace  as   Titania,  the   Fairy Queen.    The progress of this young lady , may be quoted as a remarkable evidence of the excellent training of the Princess's Theatre.    In six years, from a member of the corps de ballet, she became one of the most  accomplished  and  versatile   comic actresses of the present day.   Another presented itself in the precocious talent of 28